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Where Guaranteed Lighting Fixtures Are Made 
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Fixtures shown in this catalogue can be furnished in 
iron, copper or bronze metal. 


Get special quotations on metals other than specified on 
list. 


We maintain a Service Department which will be glad 
to furnish suggestions and special designs when 
required if you will furnish us with details of your 
requirements or blue prints or plans of the building. 
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No. 09186—B.-G. Co. 


Length, 49 in. over all 
Extension, 24 in. to center of Lantern 
Lantern Body Hexagon, 17 in. extreme diameter 
Wall Plate, 7!/, x 17!/ in. 
R. I. Glass, 3!/, x 6 x 17 in. 
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No. 010653—B.-G. Co: 


Length, 29 in. over all 
Extension, 12 in. to center 
Wall Plate, 11 x 16!/, in. 
R. I. Ball, 14 x 7,in. 


coors Ceara mis 


No. 09155—B.-G. Co. 


Length, 52 in. over all 
Extension, 10 in. to center No. 09049—B.-G. Co. 
Wall Plate, 25 x 6 in. 


Rel Ball 14 7 in. Length, 33 in. over all 


Extension, 12!/, in. to center 
Wall Plate, 11 x 16!/ in. 
Reis Balle sa7eins 
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No. 010744—B.-G. Co. 


Length, 18 in. over all 
Be Extension, 8 in. center of ball 
Wall Plate, 7 x 9 in, 
R. I. Ball, 10 x 4 in. 








No. 07203—B.-G. Co. 





Extension, 12!/, in. to center 
Wall Plate, 18!/, x 5 in. 
R. I. Ball, 14 x 7 in. 






No. 09466—B.-G. Co. 


Length, 32 in. over all 
Extension, 8!/, in. to center 
Wall Plate, 8 x 12 in. 

R. I. Ball, 14 x 7 in. 
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No. 010894—B.-G. Co. 


Length, 22 in. over all 
Extension, 7 in. to center 
Spread of Arms, 141/) in. C. to C. 
Wall Plate, 6!/, in. diameter 
R. I. Balls, 8 x 4 in. 








No. 010240—B.-G. Co. 


Length, 26 in. over all INGOT OO1LS2 = BeGueor 
Extension, 11!/, in. to center of Ball 

Wall Plate, 8 x 15 in. Length, 28 in. over all 

R. I. Ball, 12 x 6 in. Extension, 11!/) in. to center 


Wall Plate, 8 x 15 in. 
R. I. Ball, 14 x 6 in. 
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No. 09887—B.-G. Co. 





Reeeay oe ‘ Length, 25 in. over all 
Extension, 11!/) in. to center of Ball 
Wall Plate, 8 x 15 in. 
R. I. Ball, 14 x 6 in. 


é 





No. 09047—B.-G. Co. 





No. 09060—B..G. Co: Length, 30 in. over all 


Extension, 8 in. to center 
Wall Plate, 7!/2 in. diameter 
TR, UG VB ren WY se Bh sia) 


Length, 31 in. over all 
Extension, 10!/) in. to center 
Wall Plate, 9 x 12 in. 
Re Balle loeaoune. 
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No. 07756—B.-G. Co. 


Length, 23 in. over all 
Extension, 6!/2 in. to center 
R. I. Ball, 8 x 4 in. 


No. 010880—B.-G. Co. 


Length, 25!/, in. over all 
Extension, 7 in. to center 
Wall Plate, 6!/, in. diameter 
R. I. Ball, 10 x 4 in. 
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No. 09215—B.-G. Co. 


Length, 30 in. over all 
Extension, 8 in. to center 
Wall Plate, 7!/, in. diameter 
Res Balllad2 examines 
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No. 06237—B.-G. Co. 


Length, 36 in. over all 
Extension, 9 in. to center 
Wall Plate, 11 in. diameter 

Rea easall 47, ane 


No. 09222—B.-G. Co. 


Length, 35 in. over all 
Extension, 9 in. to center 
Wall Plate, 8 x 14 in. 
Ro ls Bally 12) 6.in: 
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No. 010595—B.-G. Co. 


Length, 48 in. over all 
Extension, 11 in. to center 
Wall Plate, 11 in. diameter 
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No. 020076—B.-G. Co. 


Extension, 12 in. to center 
Wall Plate, 63/4, x 141, in. 
Rae Balle 2exGnne 





No. 020077—B.-G. Co. 


Extension, 8!/, in. to center 
Wall Plate, 9 in. square 
Rot. Bally 10sa5uns 





No. 08897—B.-G. Co. 


Extends 12 in. to center of Ball 
Wall Plate, 9!/, in. diameter 
Re Bally 125m 
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No. 10237—B.-G. Co. 


Length, 89 in. over all 
Lantern Hexagon, 21 in. extreme diameter 
Extension of Wall Bracket, 17 in over all 
Extreme Extension of Lantern Body, 29 in. 
Clear Plate Glass Panels 
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No. 10290—B.-G. Co. 


Length, 83 in. over all 
Lantern Hexagon, 21 in. extreme diameter 
Extension, 13!/, in. to center of Lantern 
Clear Plate Glass Panels 
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No. 05452—B.-G. Co. 


Length, 54 in. over all 
Extension, 15 in. to center of Lantern 
Lantern{ Hexagon, 24!/) in. diameter top 
Clear Plate Glass, 5!/) x 83/4, x 19 in. 





No. 018589—B.-G. Co. 


Length, 44!/) in. over all 
Extension, 13 in. to center 
Lantern Hexagon, 18 in. extreme diameter 
Cathedral Glass Panels 


























No. 09081—B.-G. Co. 


Length, 50 in. over all 
Extension, 12 in. to center of Lantern 
Lantern Hexagon, 15 in. extreme diameter 
Wall Plate, 16 x 6 in. 

Clear Plate Glass Panels, 4!/2 x 12 in. 





No. 010163—B.-G. Co. 


Length, 36 in. over all 
Extension, 91/4 in, to center of Lantern 
Lantern Round, 11!/, in, diameter through center 
Wall Plate, 7 x 934 in. 
Cathedral Glass Panels 
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No. 07894—B.-G. Co. 


Length, 36 in. over all 
Extension, 11 in. to center 
Lantern Hexagon, 12 in. diameter center 
Cathedral Glass, 4!/) x 131/4 in. 


No. 06850—B.-G. Co. 


Length, 54 in. over all 
Extension, 13 in. to center of Lantern 
Lantern Hexagon, 13 in. diameter center 
R. I. Glass Panels, 26 x 5!/) in. 
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No. 014610—B.-G. Co. 


Length, 38 in. over all 
Extends 11!/, in. to center of Lantern 
Wall Plate, 8 x 15 in. 
Lantern Body Hexagon, 15!/) in. diameter 
Cathedral Glass, 5 x 11'/, x 3 in. 





No. 013669—B.-G. Co. 


Length, 39 in. over all 
Extends 111/) in. to center of Lantern 
Wall Plate, 8 x 15 in. 
Lantern Hexagon, 15!/ in. diameter 
Cathedral Glass, 5 x 11!/) x 3 in. 





[ 16 ] 












































Ce NG ia 
( ® X GUARANTEED LIGHTING FIXTURES \ ® 














No. 10402—B.-G. Co. 


Length, 39 in. over all 
Extension, 13 in. to center 
Lantern Hexagon, 15!/) in. diameter 
R. I. Glass, 5 x 111/) x 3 in. 


No. 09006—B.-G. Co. 


Length, 40 in. over all 
Extension, 12 in. to center 
Lantern Hexagon, 15!/, in. extreme diameter 
ea lGlassw once jexror in: 
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No. 010878—B.-G. Co. 


Length, 32 in. over all 
Extension, 15 in. to center of Lantern 
Lantern Hexagon, 14 in. extreme diameter 
Cathedral Glass, 4!/, x 12 x 3 in. 





No. 013857—B.-G. Co. 


Length, 33 in. over all 
Extension, 10 in. to center of Lantern 
Lantern Round, 10 in. diameter 
Clear Cathedral Glass Panels 
Wall Plate 4 x 13!/ in. 
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No. 018501—B.-G. Co. 


Length, 33 in. over all 
Extension 10 in. to center 
Lantern Hexagon, 13 in. diameter 
Wall Plate, 534 x 8 in. 
Cathedral Glass Panels 





No. 10379—B.-G. Co. 


Length, 25 in. over all 
Lantern Octagon, 10 in. diameter top 
Extension, 6 in. to center of Lantern 

R I. Glass, 31/4 x 9!/) x 134, in. 
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No. 014975—B.-G. Co. 


Length, 30 in. over all 
Extension, 8!/, in. to center 
Lantern Octagon, 13 in. diameter 
Cathedral Glass 


No. 010953—B.-G. Co. 


Length, 28 in. over all 
Extension, 8!/, in. to center of Lantern 
Lantern Hexagon, 8 in. diameter center 

Wall Plate, 4'/, x 83/4 in. 
Cathedral Glass, 3!/, x 83/4 in. 


No. 019891—B.-G. Co. 


Length, 34 in. over all 
Extension, 14!/, in. to center 
Lantern Body Hexagon, 7 in. diameter 
Cathedral Glass 3!/, x 7 in. 
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No. 016024—B.-G. Co. 


Length, 32 in. over all 
Extension, 14 in. to center 
Lantern Hexagon, 12 in. diameter 
Cathedral Glass 


, 
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No. 010368—B.-G. Co. 


Length, 24 in. over all 
Extension, 11 in. to center of Lantern 
Wall Plate, 5!/) x 16 in. 
Lantern, 12 in. across flat sides 
R. I. Glass, 8 Panels 



















i BIDDLE~GAUMER. COMPANY ye 








No. 018079—B.-G. Co. 


Length, 32 in. over all 
Extension, 27 in. to center 
Lantern Square, 12 in. 
R. I. Glass 





No. 015314—B.-G. Co. 


Length, 18 in. over all 
Extension, 7!/) in. to center 
Lantern Body, 8!/, in. Square 
Clear Glass 





No. 018766—B.-G. Co. 


Length, 23 in. over all 
Extension, 8!/) in. to center 
Lantern Hexagon, 11!/) in. extreme diameter 


Cathedral Glass 4!/; x 13 in. 
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No. 016338—B.-G. Co. 
No. 016561—B.-G. Co. 
Length, 30 in. over all 
Extension, 9 in. to center 
Lantern Octagon, 10!/, in. extreme diameter 
Cathedral Glass 


Length, 29 in. over all 
Extension, 9!/) in. to center 
Lantern Hexagon, 9 in. extreme diameter 
Cathedral Glass 


No. 016429—B.-G. Co. 


Length, 28 in. over all 
Extension, 12 in. to center 
Lantern Hexagon, 11'/, in. extreme diameter 
Cathedral Glass 
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No. 017949—B.-G. Co. 


Length, 52 in. over all 
Extension, 13 in. to center 


Wall Plate, 6 x 18 in. 
Cathedral Glass 
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Lantern Hexagon, 13!/, in. Diameter Top 


No. 011629—B.-G. Co. 


Length, 22 in. over all 
Extension, 23 in. to center 
Lantern Square, 12!/) in. 
Wall Plate, 5!/, x 13!/, in. 
Cathedral Glass 





No. 018838—B.-G. Co. 


Length, 40 in. over all 
Extension, 8 in, to center 
Lantern Hexagon, 11 in. extreme diameter 
Wall Plate, 5 x 14!/, in. 

R. I. or Cathedral Glass, 33/4 x 11!/, in. 
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No. 017082—B.-G. Co. 






































Length, 30 in. over all 
Extension, 13!/, in. to center 
Lantern 103/, in. Across Flat Sides 
Cast Bronze Metal 

R. I. Glass 





No. 018250—B.-G. Co. 


Length, 21!/, in. over all 
Lantern 1034, in. Across Flat Sides” 
Cast Bronze Metal 

R. I. Glass 


No. 010001—B.-G. Co. 


Length, 30 in. over all 
Extension, 15 in. to center of Lantern 
Wall Plate, 5!/, x 12 in. 
Hexagon Lantern, 13!/, in. diameter top 
R. I. Glass Panels, 31/4 x 41/4 x 91/4 in. 
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No. 014697—B.-G. Co. 


Length, 26 in. over all 
Extension, 10 in. to center 
Lantern Hexagon, 10 in. diameter 
Cathedral Glass 









No. 014117—B.-G. Co. 


Length, 26 in. over all 
Extension 10 in. to center of Lantern 
Lantern Hexagon, 9 in. diameter 
R. I. Glass 

Wall Plate 


No. 014155—B.-G. Co. 


Length, 31 in. over all 
Extension, 11!/) in. to center 
Lantern Hexagon, 10!/) in. diameter 
Cathedral Glass 
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No. 017467—B.-G. Co. 














Length, 28 in. over all 
Extension, 8 in. to center 
Lantern Hexagon, 12 in. extreme diameter 

R. I. Glass 





No. 017326—B.-G. Co. 


Length, 20 in. over all 
Extension, 6!/; in. to center 
Lantern Hexagon, 9 in. diameter 
Cathedral Glass 


No. 014687—B..-G. Co. 


Length, 21 in. over all 
Extension, 10!/) in. to center 
Lantern Hexagon, 10 in. extreme diameter 
Cathedral Glass 





























































No. 09037—B.-G. Co. 


Length, 30 in. over all 
Lantern Octagon, 13!/, in. diameter 
RelaGlassy3ooc 4 x ins 


No. 012992—B.-G. Co. 


Length, 36 in. over all 


Lantern Hexagon, 8!/, in. diameter 
R. I. Glass No. 014100—B.-G. Co. 


Length, 60 in. over all 
Lantern Octagon, 14 in. diameter 
Cathedral Glass, 3 x 4 x 10 in. 
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SPA Aer es ea No. 017254—B.-G. Co. 


Length, 48 in. over all 
Lantern Octagon, 14 in. diameter 
Clear Glass, 4 x 11'/, inches 


Length, 48 in. over all 


Lantern Hexagon, 12 in. diameter 
through center 


Cathedral Glass 


No. 012532—B.-G. Co. 


Length, 48 in. over all 
Lantern Hexagon, 12 in. diameter 
Cathedral Glass 


{ 29 ] 
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No. 018339—B.-G. Co. 


Length, 48 in. over all 
Lantern Round, 11!/, in. diameter 
Clear Cylinder, 9 x 11 in. 


Se 
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No. 014614—B.-G. Co. 


Length, 48 in. over all 
Lantern Round, 10 in. diameter 
Cathedral Glass 





No. 017165—B.-G. Co. 


Length, 60 in. over all 
Lantern Round, 15 in. diameter 
R. I. Cylinder 12 x 16 in. 
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No. 018553—B.-G. Co. 


Length, 72 in. over all 
Lantern Round, 19 in. diameter 
Clear Glass 


Dep. 


baat |". 
No. 017836—B.-G. Co. 


Length, 46 in. over all 
Lantern Hexagon, 17 in. diameter 
Clear Glass 
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No. 014190—B.-G. Co. 


Length, 60 in. over all 
Lantern Round, 12 in. diameter 
Rea Glass 





No. 018602—B.-G. Co. 
No. 018402—B.-G. Co. 


Length, 48 in. over all 
Lantern Hexagon, 10 in. diameter 
Cathedral Glass 


Length, 60 in. over all 
Lantern Hexagon, 13 in. diameter 
R. I. Glass 
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No. 016653—B.-G. Co. 


Length, 72 in. over all 
Lantern Hexagon, 28 in. extreme diameter 
Cast Brass Metal 
Clear Glass 














No. 017162—B.-G. Co. 


Length, 72 in. over all 
Lantern Hexagon, 17 in. extreme diameter 
R. I. Glass 
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No. 8901—B.-G. Co. 


Height, 36 in. over all 
Lantern Hexagon, 141/, in. diameter 
Base, 11 in. diameter 
R. I. Glass 





No. 014816—B.-G. Co. 


Height, 25!/, in. over all 
Lantern, 141/, in. diameter top 
Cathedral Glass 
Base Scrolls, 13 in. spread 


No. 011684—B.-G. Co. 


Height, 34 in. over all 
Lantern Hexagon, 15 in. diameter 
Teele Glass ltcexao inti. 
Scrolls at Base, 22 in. spread 
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No. 07514—B.-G. Co. 


Height, 24 in. over all 
Lantern Body, 12 in. square top 
Base, 9!/, in. square 
R. I. Glass 


No. 011685—B.-G. Co. 


Height, 28 in. over all 
Lantern Body, 12 in. square top 
Scrolls at Base, 24 in. spread 
R. I. Glass 
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No. 09211—B.-G. Co. 


Height, 42 in. over all 
Lantern, 20 in. diameter octagonal 
Base, 17!/2 in. diameter octagonal 

R. I. Glass, 43/4 x 3 x 14 in. 





No. 09601—B.-G. Co. 


Height, 34 in. over all 
Lantern, 19 in. diameter octagonal 
Base, 18 in. square 
Rela Glasswoeml Lex seins 
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No. 8904—B.-G. Co. 


Height, 26 in. over all 
Base, 15 in. diameter round 
Lantern Hexagon, 15 in. diameter 
R. I. Glass Panels, 91/7 x 434, x 3!/ in. 





No. 09069—B.-G. Co. 


Height, 38 in. over all 
Base, 14 in. diameter 
Lantern Hexagonal, 15 in. diameter 
Rieter Glassware Exel aein: 
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No. 012395—B.-G. Co. 
No. 09904—B.-G. Co. 


Height, 15!/, in. over all 
Base, 8!/, in. round 
186 1G Lakh, 1) x2 7/ Stas 


Height, 20 in. over all 
Base, 14!/, in. across flats 
R. I. Ball, 14 x 6 in. 


No. 016214—B.-G. Co. 


Height, 28 in. over all 
Lantern|Body, 10 in. diameter 
Base, 11 in. diameter 
Cathedral Glass 


[38] 
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No. 010111—B.-G. Co. 


Height, 18 in. over all 
Base, 11 in. square 
Teen eetsall lid eca/ site 





No. 019907—B.-G. Co. 


Height, 30 in. over all 
Base, 10 in. diameter 
R. I. Glass, 18 in. diameter 


No. 8900—B.-G. Co. 


Height, 19 in. over all 
Base, 14!/, in. across flats 
ape allel SexaOnns 




















No. 09050—B.-G. Co. 


Height, 50 in. over all 
Base, 10 in. square 
ISS, HE Ske WO se 5B sem, 











No. 016009—B.-G. Co. 


Height, 44 in. over all 
Base Scrolls, 19 in. diameter 
Ball, 20 in. diameter 
Cathedral Glass 
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No. 0854C—B.-G. Co. 


Height, 62 in. over all 
Base. 14 in. square 
R. I. Ball, 14 x 7 in. 
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No. 07737—B.-G. Co. 


Height, 60 in. over all 
Lantern Hexagon, 14 in. extreme diameter 
Base, 12 in. square 
Fea Glass ss exeOnine 























No. 09185—B.-G. Co. 
No. 8851—B.-G. Co. 


Height, 84 in. over all 
Base, 16!/, in, diameter, round 
Reese allel exaSuins 


Height, 80 in. over all 
Base, 12 in. square 
Raster sal len aexeoni ns 
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No. 019540—B.-G. Co. 


Height, 67 in. over all 
Top, 17!/, in. diameter 
Base, 13 in. square 
R. I. Glass, 14 in. diameter 





No. 010098—B.-G. Co. 


Height, 60 in. over all 
Base, 12 in. square 
eo be Ball a2exaonitie 


No. 08200—B.-G. Co. 


Height, 47 in. over all 
Base, 12 in. square 
Re GeBale2 Sa Onn 
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No. 020144—B.-G. Co. 


Height, 89 in. over all 
Base, 20 in. square 
Top, 21 in. diameter 
R. I. Glass, 14 in. diameter 
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No. 07716—B.-G. Co. 


Height, 48 in. over all 
Base, 10 in. diameter 
R. I{Ball, 12 x 6 in. 








No. 010529—B.-G. Co. 


Height, 48 in. over all 
Base, 11 in. diameter, round 
Re Le Bally exe seine 


No. 08527—B.-G. Co. 


Same design except 
Height, 36 in. over all 
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No. 07895—B.-G. Co. 


Height, 91 in. over all 
Spread, 18!/, in. center of lights 
Base, 14!/, in, diameter, round 

R. I. Balls, 10 and 12 in. 





No. 03873—B.-G. Co. 


Height, 78 in. over all 
Spread, 26 in. extreme 
Base, 18 in. square 
R. I. Balls, 10 and 12 in. 
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No. 09691—B.-G. Co. 


Height, 81 in. over all 
Lantern Octagon, 14!/, in. diameter 
R. I. Glass Panels, 13 x 4!/, x 3 in. 
Base, 13 in. square 

















No. 010338—B.-G. Co. 


Height, 70 in. over all 
Base, 16 in. square 
R. I. Ball, 14 x 6 in. 





No. 8872—B.-G. Co. 


Height, 76 in. over all 
Base, 13 in. square 
R. I. Ball) 14x 7 in. 
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No. 8865—B.-G. Co. 


Height, 92 in, over all 
Base, 20 in. square 
R. I. Ball, 14 x 6 in. 











No. 09384—B.-G. Co. 


Height, 66 in. over all 
Lantern Body Octagon, 15!/) in. diameter 
Scrolls at Base, 14 in. diameter 
Cathedral Glass 
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No. 06234—B.-G. Co. 


Height, 78 in. over all 
Base, 14 in. square 
Re i Balivl4 x 7ain- 
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No, 020487—B.-G. Co. 


Lantern, 13 x 18 in. 
Scroll spread approx. 84 in. center of bolts 
Height, 48 in. overall e 


In ordering No. 020487 specify exact dimensions 
required between bolt centers for fastening 


Pee 


No. 016680—B.-G. Co. 


Extension, 37 in. overall 
Length, 48 in. overall 
Sign, 23 x 23 in. extreme 
Wood Sign Face 


Sign illuminated from top reflector RTI IST] C 
by four lights 
Lettering on Wood Sign 
Not Included in Price : 





ORNAMENTAL WROUGHT IRON, BRASS AND BRONZE WORK 





No. 020486—B.-G. Co. 
Grille shown made 5 ft. x 7 ft. 8 in. 
In ordering specify sizes required 


ExTERIOR AND INTERIOR ORNAMENTAL GATES AND GRILLE Work DesiGNEp To Fit Your REQUIREMENTS 


{ 48 } 








